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MINISTRY OF CIVIL SUPPLIES AND PUBLIC DISTRIBUTION 
(Bureau of Indian Standards) 

NOTIFICATION 
New Delhi, the 1st November, 1994 

S.O. 864(E).—-In pursuance of sub-regulation G(a) of Sub-regulation 1, of 
Regulation 7 of the Bureau of Indian Standards (Certification) Amendment 
Regulation, 1991, the Bureau of Indian Standards, hereby notifies the annual 
licence fee for Quality Systems Certification in accordance with the relevant 
Indian Standards as given in the schedule below with immediate effect : 


SCHEDULE 


SI. 

No. 

Fee 

Quality Systems as per 



IS 14001 IS 14002 

IS 14003 


1, 

Annual Licence Fee 

Rs. 1,00,000 
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N.S. CHOUDHARY, Director General 
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